AMENDMENT NO. 1 JULY 2020 


TO 


IS 10632 (PART 3) : 1983 SPECIFICATION FOR 
NON-MAGNETIC STAINLESS STEELS FOR 
ELECTRICAL APPLICATIONS 


PART 3 SPECIFIC REQUIREMENTS FOR 
SHEETS, STRIPS AND PLATES 


(Page 4, clause 2) — Insert the following new clause after clause 1.1 and 
renumber the subsequent clauses: 


‘2 REFERENCES 


The following Indian Standards contain provisions, which through reference in 
this text, constitute provisions of this standard. At the time of publication the 
editions indicated were valid. All standards are subject to revision, and parties to 
agreements based on this standard are encouraged to investigate the possibility of 
applying the most recent editions of the standards indicated below: 


IS No. 
228 (in Parts) 
1608(Part 1) : 2018/ 


ISO 6892-1 : 2016 
3635 : 1966 
6911 : 2017 
10632 (Part 1) : 1983 


10632 (Part 2) : 1983 


Title 
Methods of chemical analysis of steel 


Metallic materials — Tensile testing: Part | Method of 
test at room remperature (fourth revision) 


Method of test for resistance of metallic electrical 
resistance material 


Stainless steel plate, sheet and strip — Specification 
(second revision) 


Specification for non-magnetic stainless steels for 
electrical applications: Part 1 general requirement 


Specification for non-magnetic stainless steels for 
electrical applications: Part 2 Specific requirements 
for binding wires’ 


(Page 4, clause 2.1, line 3) — Substitute ‘IS 10632 (Part 1)’ for ‘IS 10632 
(Part 1) : 1983*’ 


(Page 4, clause 3.1, line 2) — Substitute ‘IS 228’ for TS 2287’ 
(Page 4, clause 3.1.1, line 2) — Substitute ‘IS 228’ for ‘IS 2287’. 


(Page 4, clause 3.2, line 3) — Substitute ‘IS 10632 (Part 2) for IS 10632 
(Part 2) : 1983*. 


(Page 4, footnotes) — Delete 


(Page 5, clause 4.2) — Substitute the following for the existing clause: 


‘4.2 The tolerances for sheets, strips and plates shall be in accordance with 17.1 
of IS 6911.’ 


(Page 5, clause 5.1) — Substitute the following for the existing clause: 


*5.1 Finishing requirement for plate, sheet and strip shall be in accordance 
with 15.1 of IS 6911.’ 


(Page 5, clause 7.1, line 2) — Substitute ‘IS 1608 (Part 1)’ for ‘IS 1608 : 
1972+ and ‘IS 1663 : 1972t’. 


(Page 5, clause 7.2, line 2) — Substitute ‘IS 3635’ for ‘IS 3635 : 1966 §’ 
(Page 5, footnotes) — Delete 


(Page 6, clause 8.1, line 2) — Substitute ‘IS 10632(Part 1)’ for ‘IS 10632 
(Part 1) : 1983*’. 


(Page 6, footnote) — Delete 
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